WARDS 


A UTC Fire & Security Company 


Detection and alarm since 1872... 


When you specify Edwards fire and life safety products 
your decision is backed by a legacy that spans more 
than a century of innovation, and a corporate culture 
focused squarely on the future. We’re already at the 
forefront of emerging new detection technologies, and 
we're investing heavily in innovative communications 
solutions that will continue to deliver the best value 


proposition for you and your client. 


See what's possible now. 
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EDWARDS 


A UTC Fire & Security Company 


Detection & alarm since 1872 


U.S. 
T 888-378-2329 
F 866-503-3996 


Canada 
T 519 376 2430 
F 519 376 7258 


Southeast Asia 
T : +65 6391 9300 
F : +65 6391 9306 


India 
T : +91 80 4344 2000 
F : +91 80 4344 2050 


Australia 
T +61 3 9239 1200 
F +61 3 9239 1299 


Europe 
T +32 2 725 11 20 
F +32 2 721 8613 


Latin America 
T 305 593 4301 
F 305 593 4300 
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Innovation, leadership, 
and a rich tradition of excellence 


Whether Edwards systems are protecting the lives and livelihoods of the 
people who make businesses run, or those entrusted to the care of public 
institutions; whether they’re charged with protecting the guests of the world’s 


inest hotels, or preserving irreplaceable artifacts that bring history to life; 


Edwards stands alone as the name closely associated with some of the most 


important and far-reaching developments in the life safety industry today. 


Perhaps that’s why Edwards products and systems have become the 
choice of building owners, architects and engineers around the globe. And 
why many of the world’s most cherished landmarks are protected by prod- 
ucts that bear the Edwards name. From the Bibliotheca Alexandrina Museum 
in Egypt, to the modern-day sphinx at the Luxor Hotel in Las Vegas, profes- 
sionals who design, own and occupy the world’s most impressive structures 
have come to know that the safest and most survivable solution today is an 


Edwards solution. 


See what’s possible. 
Contact your Edwards representative today. 


85000-0355 
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